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Message Text 



CONFIDENTIAL 

PAGE 01 KUWAIT 04978 190937Z 
16 

ACTION NEA-10 

INFO OCT-01 AF-04 ARA-06 EUR-12 ISO-OO EA-06 AEC-05 AID-05 

CEA-01 CIAE-00 CIEP-01 COME-OO DODE-OO EB-07 FPC-01 

H-01 INR-05 INT-05 L-02 NSAE-00 NSC-05 OMB-01 PM-03 

RSC-01 SAM-01 OES-03 SP-02 SS-15 STR-01 TRSE-00 

FRB-01 FEA-01 /106W 

025064 

R 190918Z NOV 74 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC 1540 
INFO AMEMBASSY ABU DHABI 
AMEMBASSY BEIRUT 
AMEMBASSY CARACAS 
AMCONSUL DHAHRAN 
AMEMBASSY DOHA 
AMEMBASSY JIDDA 
AMEMBASSY LAGOS 
AMEMBASSY LONDON 
USMISSION OECD PARIS 
AMEMBASSY TEHRAN 
AMEMBASSY TRIPOLI 

CONFIDENTIAL KUWAIT 4978 

BEIRUT PASS BAGHDAD 

EO 11652: GDS 
TAGS: ENRG KU 

SUB J : KUWAIT CRUDE PRODUCTION SLIPS IN OCTOBER 
REF: KUWAIT 4608 

1. KUWAIT OIL COMPANY CRUDE PRODUCTION SLIPPED AGAIN IN OCTOBER 
AFTER INCREASING SOMEWHAT PREVIOUS MONTH. (REFTEL). KOC TOTAL 
CRUDE PRODUCTION IN OCTOBER WAS 56,031,988 BARRELS OR ABOUT 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 KUWAIT 04978 190937Z 

1.81 MILLION BPD. THIS WAS SLIGHTLY ABOVE AUGUST RATE AND 
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ABOUT 200,000 BPD BELOW SEPTEMBER DAILY AVERAGE. WITH AMINOIL 
AND KUWAIT SHARE ARABIAN OIL COMPANY PRODUCTION, TOTAL KUWAITI 
CRUDE PRODUCTION IN OCTOBER WAS APPROXIMATELY 2.1 MILLION BPD. 

2. LEADING IMPORTERS KOC CRUDE DURING OCTOBER WERE UK (14 
MILLION BARRELS); JAPAN (10 MILLION BARRELS); FRANCE (7.8 
MILLION BARRELS); WEST GERMANY (3.8 MILLION BARRELS) AND SOUTH 
KOREA (3.1 MILLION BARRELS). NO RPT NO KOC CRUDE WAS EXPORTED 
TO US IN OCTOBER. 

STOLTZFUS 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PETROLEUM PRODUCTION 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CollinPO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KUWAIT04978 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740334-0005 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 132/aaaabalh. tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: KUWAIT 4608 

Review Action: RELEASED, APPROVED 

Review Authority: CollinPO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 MAY 2002 by cunninfx>; APPROVED <18 MAR 2003 by CollinP0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: KUWAIT CRUDE PRODUCTION SLIPS IN OCTOBER 
TAGS: ENRG, KU 
To: STATE 
Type: TE 
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